188     DOCKETED ITEMS
8503190301 Documents final selection of hydrogen release histories for use in 1/4-scale test program,based on discussions which have occurred since Aug 1984 meeting.Finaf 1/4-scale test matrix also documented.Revised fin.nl test rr.atrhc end HOBBS.S.H. Hydrogen Control Owners Group. 85/03/13. B-EHNrRO^. C:-ice of Nuclear Reactor Regulation, Director. 20pp. 29403:243-29403:261.
8503260280 Forwards evaluation of "Grand Gulf Nuclear Station Unit 1, 50% Power Operational Readiness Review." No comments or recommendations required for continued power ascension testing. NOVAK.T.M. Assistant Director for Licensing. 85/03/13. RICHARD.J.B. Mississippi Power & Light Co. 8pp. 29518:120-29518:127.
8503270546 Discusses review of info re qualification of accumulators for automatic de-pressurization sys valves.per NUREG-0737, Item II.K.3.28.Addl info re long-term oper-ability requested. Safety evaluation encl. NOVAK.T.M. Assistant Director for Licensing. 85/03/15. RICHARD.J.B. Mississippi Power & Light Co. 11pp. 29542:008-29542:018.
8503260274 Concludes that util 841206 response to Generic Ltr 84-23, "Reactor Vessel Water Level Instrumentation in BWRs," acceptable.Util design already incorporates use of analog trip unit sys.per NUREG-0737,ltem II.F.2. NOVAK.T.M. Assistant Director for Licensing. 85/03/18. RICHARD.J.B. Mississippi Power & Light Co. 3pp. 29518:128-29518:130.
8503220103 Forwards Test Rept MPL-06-221, "In Situ Operational Testing of HPCS Svc Water Pump for Grand Gulf Nuclear Power Station," per 850306 telcon request. DALE.LF. Mississippi Power & Light Co. 85/03/20, DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29475:148-29475:183.
-8503220109 Rev 0 to "In Situ Operational Testing of HPCS Svc Water Pump for Grand Gulf Nuclear Power Station."
YOSHIDA.D.K.    NUTECH   Engineers,    Inc.    MPL-06-221    ROO.    83/09/26.    34pp. 29475:150-29475:183.
Q. inspection reports, IE Bulletins & correspondence
8503010218 Responds to FOIA request for training assessments & in-depth msp cited in IE Info Notice 84-11.Listed documents available in PDR.
FELTON.J.M. Division of Rules and Records. 84/10/22. SEVRANSKY.J. Harmon, Weiss & Jordan. 1p. 29190:235-29190:235.
8503050172 Ack receipt of 850117 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-416/84-49. OLSHINSKI.J.A. Region 2, Office of Director. 85/01/28. RICHARD.J.B. Mississippi Power & Light Co. 1p. 29221:159-29221:172.
-8503060179 Responds to NRC 841218 Itr re violations noted in Insp Rept 50-416/84-49.Corrective actions:fire watch established & Plant Administrative Procedure 01-S-03-3 re matl nonconformance repts revised.
DALE.LF. Mississippi Power & Light Co. 85/01/17. O'REILLY.J.P. Region 2, Office of Director. 4pp. 29221:160-29221:163.
-8503050185 Forwards Insp Rept 50-416/84-49 on 841021-1119 & notice of violation. OLSHINSKI.J.A. Region 2, Office of Director. 84/12/18. RICHARD.J.B. Mississippi Power & Light Co. 1p. 29221:164-29221:172.
-8503050201 Notice of violation from insp on 841021-1119.
*  Region 2, Office of Director. 84/12/18. 2pp. 29221:165-29221:166.
-8503050207 Insp Rept 50-416/84-49 on 841021-1119.Violation noted: failure to station continuous fire watch as required by Tech Spec 3.7.7.
CALDWELL.J.. BUTCHER.R., HARDIN.A. Region 2, Office of Director. 84/12/18. 6pp. 29221:167-29221:172.
8503060788 Forwards Insp Rept 50-416/84-52 on 841217-21.No violations or deviations identified.
BROWNLEE.V.L Region 2, Office of Director. 85/01/28. RICHARD.J.B. Mississippi Power & Light Co. 2pp. 29252:320-29252:331.
-8503060803  Insp  Rept  50-416/84-52  on  841217-21 .No violations  or  deviations noted.Major areas inspected:liquid & gaseous radwaste & effluent monitoring sys. STODDART.P.G., HARRIS.J.P., MONTGOMERY.D.M. Region 2, Office of Director. 85/01/24. 10pp. 29252:322-29252:331.
8503050154 Ack receipt of 850116 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-416/84-45. OLSHINSKI.J.A. Region 2, Office of Director. 85/01/30. RICHARD.J.B. Mississippi Power & Light Co. 1p. 29221:143-29221:158.
-8503050160 Responds to NRC 841217 Itr re violations noted in Insp Rept 50-416/84-45.Corrective actions:responsibility for development & implementation of fire protection training program delegated to fire protection coordinator.
DALE.LF. Mississippi Power & Light Co. 85/01/16. O'REILLY.J.P. Region 2, Office of Director. 3pp. 29221:144-29221:146.
-8503050167 Forwards Insp Rept 50-416/84-45 on 841113-16 & notice of violation. OLSHINSKI.J.A. Region 2, Office of Director. 84/12/17. RICHARD.J.B. Mississippi Power & Light Co. 2pp. 29221:147-29221:158.
-8503050171 Notice of violation from insp on 841113-16.
*  Region 2, Office of Director. 84/12/17. 2pp, 29221:149-29221:150.
-8503050177 Insp Rept 50-416/84-45 on 841113-16.Violation noted: inadequate fire brigade training,
MILLER.W.H., CONLON.T.E. Region 2, Office of Director. 84/12/11. 8pp. 29221:151-29221:158.
8503050132 Forwards Insp Rept 50-416/85-01 on 850102-11.No violations or deviations noted.
BROWNLEE.V.L Region 2, Office of Director. 85/02/04. RICHARD.J.B. Mississippi Power & Light Co. 2pp. 29221:181-29221:187.
-8503050135  Insp  Rept  50-416/85-01   on  850102-11.No violations or  deviations noted. Major    areas     inspectedistartup     test    procedures    review.startup    test witnessing,followup on previously inspected items & independent insp effort. BURRIS.S.,  JAPE.F.   Region  2,   Office   of  Director.   85/01/29,   5pp.  29221:183-29221:187.
8503080268 Discusses cclicy re proprietary review of insp repts. Licensee responsible for infcrrrvnq snscoc'.or -f mails considered proprietary. O S.-l!NS<f,JA Rodion ?.. Oi'ce or D'rcsior 85/02/05. R:CHARE,J.3. Vjississiopi 3owor & ugh: Co. 2pp. 29285:066-29285:067.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-rnens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp, 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503190464 Ack receipt of 850221 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-416/84-51.
WALKER.R.D. Region 2, Office of Director. 85/03/05. RICHARD.J.B. Mississippi Power & Light Co. 1p. 29447:166-29447:191.
-8503190477 Responds to NRC 850122 Itr re violations noted in Insp Rept 50-416/84-51.Corrective actions: Procedure 10-5-06-3 revised & monthly temporary alteration audit form added.
DALE.LF. Mississippi Power & Light Co. 85/02/21. GRACE.J.N. Region 2, Office of Director. 3pp. 29447:167-29447:169,
-8503190483 Forwards Insp Rept 50-416/84-51 on 841126-30 & notice of violation OLSHINSKI.JA Region 2, Office of Director. 85/01/22. RICHARD.J.B. Mississippi Power & Light Co. 2pp. 29447:170-29447:191.
-8503190488 Notice of violation from insp on 841126-30. * Region 2, Office of Director. 85/01/22. 2pp. 29447:172-29447:173.
-8503190497 Insp Rept 50-416/84-51 on 841126-30.Violation noted:failure to perform audits of temporary alteration logs.
JULIAN.C., GIBSON.A. Region 2, Office of Director. 85/01/09. 18pp. 29447:174-29447:191.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482-045-29482:143.
8503080442 Suppi 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019. "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260385 Discusses submittals re Tech Specs containing numerous errors re plant-specific design features & several matl false statements & forwards notice of violation & proposed imposition of civil penalty.
TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 85/03/21. CAVANAUGH.W. Mississippi Power & Light Co. 4pp. 29506:026-29506:036.
-8503260392 Notice of violation & proposed imposition of civil penalty in amount of $125,000.Violation noted:several false matl statements representative of over 400 errors in Tech Specs identified in submittals from 801215-840814, TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement 85/03/21. 7pp. 29506:030-29506:036.
8503260512 EN-85-029:on 850321 .notice of violation & proposed imposition of civil penalties in amount of $125,000 to be issued to licensee.Action based on five alleged matl false statements re development of Tech Specs.
HOLLER.E., AXELRAD.J. Director's Office, Office of Inspection and Enforcement. 85/ 03/21. 1 p. 29509:178-29509:178.
R. Periodic operating reports & related correspondence
8503200090 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1984." W/850228 Itr,
DALE.LF. Mississippi Power & Light Co. 84/12/31. GRACE.J.N. Region 2, Office of Director. 130pp, 29456:001-29456:128.
8503260575 Monthly operating rept for Feb 1985.W/850315 Itr. CESARE.J.G., DALE.LF. Mississippi Power & Light Co. 85/02/28. TAYLOR.J.M.   Director's   Office,   Office   of   Inspection   and   Enforcement   7pp. 29519:008-29519:014,Nuclear Reactor Regulation, Director. 6pp. 29419:232-29419:237.nsolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.Emergency Diesel Generator Cylinder Blocks." RAY.C.L TDI (Transamerica Delaval, Inc.) Owners Group, 84/12/11. DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation,  Director.  1p.  27901:004-27901:138. Forwards EH Harris affidavit on EPJ-4(a)-(c) re rev of emergency procedure for evaluating schools by reducing number of students on each bus & by using only buses kept on school property during school hours.Related correspondence. HOLLAR,D.E. Carolina Power & Light Co. #185 211. 85/03/22. KELLY.J.L. BRIGHT.G.O.. CARPENTER.J.H. Atomic Safety and Licensing Board Panel. 2pp. 29506:037-29506:046.
